PENTODE 


Pentode intended for use in transitron circuits in television receivers. 


QUICK REFERENCE DATA 


Anode current Ig 3.0 mA 


Transconductance S 2.2 mA/V 
Amplification factor Hgog] 38 - 


Internal resistance Кі 2.5 MQ 


HEATING: Indirect Бу А.С. or D.C.; series supply 


Heater current If 300 mA 
Heater voltage Vg 4.5 V 
DIMENSIONS AND CONNECTIONS Dimensions in mm 
Base: Noval max 222 
N 
94 
Sx 
o 
fle 
tT 7201996 7211028 
САРАСІТАМСЕЅ 
Anode to all except grid No. 1 Ca(gi) 5.1 pF 
Grid No.1 except anode Og (a) 3.5 pF 
Anode to grid No.1 Cag, max. Q.07 pF 
Grid No.1 to heater Cgif max. 0.03 pF 
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TYPICAL CHARACTERISTICS 
Anode voltage 

Grid No.3 voltage 

Grid No.2 voltage 

Grid No.1 voltage 

Anode current 

Grid No.2 current 
Transconductance 
Amplification factor 


Internal resistance 


"E581 


Кі 


LIMITING VALUES (Design centre rating system) 


Anode voltage 


Anode dissipation 


Grid No.2 voltage 


Grid No.2 dissipation 
Cathode current, average 
peak 
Grid No.1 resistor (Wa « 0.2 W) 
(Wa > 0.2 W) 
Grid No.3 resistor 


Cathode to heater voltage 


max.0.01 


1 Max. pulse duration 4% of a cycle but max. 0.8 ms. 
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